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fore, the worm end E is fitted with the vapour trap F.
This trap is made of cast iron and provided on the top
with an opening Gr (to allow of ready access to the
inside) closed by the cover H and made vapour tight
by the lute I. The front of the trap is recessed to
receive the thick plate of glass J, which is held in its

place by the iron strips K, and the joint made tight by
the use of red-lead putty. The object of the glass front
is to enable the attendant to see the flow of distillate
and thus judge how the distillation is progressing.
The distillate runs through the connection L into the
receiving tank, and this latter tank must have a
perfectly tight cover, and be fitted with one or more